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Harrogate, 

January  31st,  1910. 

TO  THE  CHAIRMAN  AND  GENTLEMEN 
OF  THE  SANITARY  COMMITTEE. 

Gentlemen. 

I beg  to  submit  the  following  Report  for  the  year 
1909. 

The  Births  and  Deaths  registered  within  the  Borough 
during  the  year  were  as  follows  : 

BIRTHS. 

Males,  314.  Females,  326 — 640. 

(38  illegitimate  included. ) 

DEATHS. 

Males,  202.  Females,  209—411. 

(63  Visitors  included,  viz.,  Males  25,  Females  38 — 63. 

Deaths  of  Residents  in  Public  Institutions  outside 
the  Borough  : 

Males,  6.  Females,  4 — 10. 

The  Birth-rate  is  18.8  per  1,000  resident  population. 
The  general  Death-rate  (including  Visitors)  is  12.4  per 
1,000.  The  Death-rate  of  Residents  only  (including 
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those  of  residents  iu  public  institutions  outside  the 
Borough)  is  10.8  per  1,000  resident  population. 

Compared  with  previous  years  : 

Birth-Rate. 


1903 

..  23.7 

1906  . . 

20.9 

1904 

..  24.0 

1907  . . 

19.7 

1905 

..  22.6 

1908  . . 

17.3 

1909 

..  18.8 

Death-Rate. 

1903 

..  12.2 

1906  . . 

12.1 

1904 

..  12.5 

1907  . . 

11.5 

1905 

..  12.2 

1908  . . 

11.2 

1909  ..  10.8 

Averages  for  7 Years  : 


Birth-Rate 21.0 

Death-Rate 11.8 


(These  are  of  Resident  Population  only. ) 
PHYSICAL  FEATURES. 

These,  with  the  general  character  of  the  district, 
condition  of  the  population  and  its  chief  occupations, 
are  practically  the  same  as  fully  described  in  my  last 
Annual  Report. 

Conditions  affecting  Health  in  the  District  and  the 
means  for  improving  them. 

In  the  outlying  districts  added  to  the  Borough  in 
1900,  most  of  the  houses  were  erected  under  the 
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Bye-laws  of  the  Rural  Sanitary  District  of  Knaresbro’. 
A large  number  were  found  defective  as  regards 
drainage,  ventilation  of  soil  pipes,  ill-constructed  roads, 
back  roads,  yards,  and  ashpits.  The  Corporation, 
therefore,  ordered  a general  inspection  of  such  pro- 
perties and  the  application  of  the  smoke  test  to  the 
house  drains,  fall  pipes,  &c.  This  has  been  carried  out 
under  the  supervision  of  the  Surveyor,  Sanitary 
Inspector,  and  myself.  The  bulk  of  this  work  has 
been  done,  defects  remedied,  back  yards  part  paved 
or  asphalted,  and  roads  with  back  roads  put  into 
order  in  accordance  with  the  bye-laws,  and  the  ma- 
jority of  the  ashipts  abolished. 

The  Bilton  Park  Estate,  consisting  of  new  proper- 
ties of  small  houses  and  workmen’s  cottages,  though 
well  sewered  and  drained,  is  practically  the  only 
considerable  remaining  portion  of  the  Borough  that 
requires  attention. 

Influences  affecting  or  threatening  to  affect 
injuriously  the  Public  Health  of  the 
District. 

As  regards  sanitary  surroundings,  these  are  insig- 
nificant. Our  chief  danger  is  from  imported  infectious 
cases,  and  contact  of  such  cases  in  the  Public  Ele- 
mentary Schools.  Since  the  regular  medical  inspec- 
tion of  the  children  at  these  schools  this  has  very 
satisfactorily  diminished,  though  undetected  cases  have 
occasionally  found  their  way  into  the  schools.  Un- 
healthy conditions  previously  reported  have  all  been 
remedied. 
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HOUSE  ACCOMMODATION. 

More  than  half  the  houses  within  the  Borough  are 
private  residences,  detached,  semi-detached,  or  in 
terraces  with  gardens  attached,  or  facing  the  Stray 
or  surrounding  large  open  spaces  called  ovals.  The 
remainder  consists  of  houses  and  shops  in  the  principal 
streets,  and  workmen’s  cottages,  chiefly  in  the  new 
areas  in  the  outlying  portions  of  the  Borough.  These 
are  well  constructed  and  have  the  required  amount  of 
open  space  prescribed  by  the  bye-laws,  with  the  excep- 
tion of  several  portions  of  the  old  Borough.  This 
defect  is  well  compensated  for  by  the  fact  that  the 
sanitary  surroundings  are  as  perfect  as  can  be  made, 
and  are  well  scavengered.  All  privies  have  been  con- 
verted into  w.c.’s  and  ashpits  abolished. 

All  new  houses  are  erected  under  the  supervision  of 
the  Building  Inspector.  The  drains  are  laid  upon 
concrete  with  cemented  joints,  and  are  made  to  stand 
the  smoke  test  before  being  covered  up.  When  com- 
pleted they  are  inspected  by  the  Surveyor,  and,  if 
satisfactory,  the  necessary  certificate  is  granted  for 
occupation.  No  action  has  been  taken  or  required 
under  Parts  1,  2 or  3 of  the  Housing  of  the  Working 
Classes  Act. 


WATER  SUPPLY. 

This  is  from  the  Corporation’s  properties,  and  is 
derived  from  uplands  and  moors  about  4 or  5 miles 
from  the  Borough.  It  is  plentiful,  of  exceptional 
purity,  and  well  protected  from  risk  of  pollution.  It 
is  analysed  about  every  six  weeks  by  the  County 
Analyst  with  almost  uniform  results,  as  follows  : — 
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Total  dissolved  solids  about  5 grains  per  gallon, 
of  which  1.5  grains  are  Chlorides  and  3 grains 
Calcium  Sulphate.  Hardness,  3.  Organic  Am- 
monia 0.015.  Micro-organisms  per  filtered  gallon, 
34  colonies. 

Its  plumbo  solvent  action  is  very  small.  Recent 
samples  examined  taken  from  house  supply  taps  after 
remaining  in  the  pipes  for  12  hours  showed  l/24th 
to  l/50th  grain  per  gallon.  The  only  administrative 
action  taken  during  the  year  has  been  the  addition 
of  four  more  Candy  Filters  to  the  Harlow  Hill  Reser- 
voirs and  the  passing  of  the  water  through  a bed  of 
limestone  before  it  is  delivered  to  the  consumers. 

MILK  SUPPLY. 

This  is  uniformly  satisfactory.  Samples  are  taken 
quarterly  from  importers  and  vendors  and  sent  to  the 
County  Analyst.  His  reports  on  these  are  submitted 
by  the  Sanitary  Inspector  to  the  Sanitary  Committee 
in  my  presence  and  found  satisfactory.  No  prose- 
cutions for  adulterated  or  dirty  milk  have  been  under- 
taken during  the  year.  No  examinations  for  tuber- 
culosis have  been  made  by  our  authorities.  Many  of 
the  large  dairy  farmers  and  companies  have  periodical 
inspections  of  their  cattle  by  experienced  veterinary 
surgeons. 

All  Dairies,  Cowsheds,  and  Milkshops  are  inspected 
regularly  and  are  in  a satsifactory  sanitary  condition. 
Printed  directions  as  to  keeping  the  cows  and  the  milk 
clean,  and  cleanliness  of  milkers’  hands  and  overalls, 
are  hung  up  in  every  cowshed. 
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MEAT  & FOOD  INSPECTION. 

A qualified  Meat  Inspector  has  not  yet  been  ap- 
pointed. Premises  where  foods  are  prepared,  stored, 
or  exposed  for  sale  are  excellent,  and  are  under  con- 
stant supervision  by  the  Sanitary  Inspector.  Any 
defects  reported  are  dealt  with  by  me.  Two  carcases 
of  diseased  meat  and  two  lots  of  putrid  fish  were 
surrendered  during  the  year  and  destroyed  by  my 
orders. 

The  sanitary  condition  of  such  premises  and  slaugh- 
ter-houses are  fully  up  to  date  and  entirely  satisfactory. 

No  action  has  been  required  during  the  year  under 
the  Sale  of  Food  and  Drugs  Act  or  under  Section  117 
of  The  Public  Health  Act. 

SEWERAGE  AND  DRAINAGE, 

This  is  ample  in  all  parts  of  the  Borough.  The 

condition  of  the  sewers  and  house  drains  with  few 

exceptions  is  excellent.  The  sewers  are  well  ventilated 

with  112  tall  pillar  shafts  and  four  Webb’s  Lamps. 

There  are  now  open  road  ventilators  in  the  out  lying 

roads  onlv. 

«/ 

Sewage  is  disposed  of  by  the  Bacteriological  methods 
of  treatment  entirely.  There  are  no  defects,  improve- 
ments and  enlargements  are  being  carried  out  at  the 
Northern  Outfall. 

REMOVAL  AND  DISPOSAL  OF  HOUSE 
AND  TRADES’  REFUSE. 

This  is  very  effectually  done  by  the  Corporation 
Staff  under  a special  Inspector.  From  the  Market, 
fish  shops,  chief  hotels  and  hydros — daily. 
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Achbins  are  emptied  once  a week.  There  are  only 
371  ashpits  now  in  the  Borough  ; these  are  emptied, 
cleansed,  and  disinfected  every  2 and  4 weeks.  Refuse 
is  consumed  on  large  burning  heaps  on  the  old  sewage 
farm  a mile  from  the  town. 


NUISANCES. 

These  are  dealt  with  upon  the  same  lines  as  were 
fully  detailed  in  my  last  Annual  Report. 

HOUSES  LET  IN  LODGINGS. 

There  are  no  common  lodging-houses.  Private 
apartments  are  all  in  a.  thoroughly  sanitary  con- 
dition. 


PUBLIC  ELEMENTARY  SCHOOLS. 

Their  position,  construction,  and  sanitary  accom- 
modation cannot  be  improved  upon  ; the  drainage, 
ventilation,  water  supply,  and  cleanliness  being  as 
perfect  as  it  is  possible  to  make  them. 

The  health  of  the  children  under  the  School  Medical 
Officer  has  been  very  good  during  the  year.  There  has 
been  a marked  diminution  in  the  number  of  infectious 
diseases  among  the  children  in  attendance,  and  few 
suspicious  cases  have  been  discovered  in  his  examina- 
tions. 

Two  of  these  schools  were  closed  for  three  weeks 
in  the  early  part  of  the  year  owing  to  an  epidemic  of 
measles. 
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METHODS  OF  DEALING  WITH  INFECTIOUS 

DISEASES. 

These  are  exactly  the  same  as  were  fully  detailed 
in  my  last  year’s  report. 

I visit  notified  cases  and  secure  their  removal  to 
Hospital,  if  required.  I investigate  the  probable 
origin,  milk  supply,  the  sanitary  condition  of  the 
premises,  and,  if  kept  at  home,  the  means  adopted 
for  isolation.  Attendance  at  school  of  other  children 
in  the  house  is  prohibited.  The  majority  of  such  cases 
have  been  removed  to  the  Joint  Isolation  Hospital, 
where  the  accommodation  and  efficiency  is  excellent. 
Disinfection  of  rooms,  bedding,  clothing,  &c.,  is  done 
by  own  staff  the  same  or  following  day  in  cases  of 
removal,  and  as  soon  as  practicable  in  other  cases. 
Steam  disinfection,  when  required,  is  done  in  the 
apparatus  at  the  Hospital. 

The  only  fatal  case  at  the  Hospital  during  the  year 
was  one  of  Enteric  Fever. 

CONTROL  OF  TUBERCULOSIS. 

Notification  of  these  cases  is  voluntary  except 
pauper  cases.  These  are  all  visited,  and  full  instruc- 
tions given  for  the  destruction  and  disinfection  of 
sputum,  &c.,  and  separate  accommodation  wfith  fresh 
air  secured  as  far  as  practicable. 

Where  fatal  cases  occur,  the  premises  in  all  cases 
are  stoved  and  disinfected  by  the  Sanitary  Staff,  and 
bedding,  clothing,  & c.,  that  I consider  advisable  is 
destroyed. 


No  hospital  accommodation  for  Pulmonary  Tuber- 
culosis either  in  the  early  or  advanced  stages  of  the 
disease  exists  within  the  district  except  the  Work- 
house  Infirmary  at  Knaresborough. 

INCIDENCE  OF  NOTIFIABLE  DISEASES. 

Scarlet  Fever. — 33  cases  were  notified  during  the 
year  against  1 14  in  1908.  Of  these  23  were  in  chil- 
dren attending  the  Public  Elementary  Schools.  It 
has  been  of  an  exceedingly  mild  type,  only  one  death 
having  occurred  in  an  imported  case,  viz.,  a Visitor. 
It  was  never  specially  manifested  in  any  locality  or 
ward,  nor  has  it  been  necessary  to  close  any  of  the 
schools  on  account  thereof. 

From  my  investigations  I believe  that  imported 
and  undetected  cases  have  been  the  chief  causes. 
The  records  of  every  case— kept  at  the  Sanitary  Office 
— indicate  that  the  milk  supply  has  been  entirely  free 
from  suspicion. 

All  healthy  children  in  any  family  affected  are  kept 
from  school.  Parents  engaged  in  business  occupations 
are  kept  from  such  duties  until  disinfection  or  removal 
has  been  effected  unless  they  live  out  of  the  infected 
house. 

This  disease  disappeared  entirely  at  the  end  of 
September  and  the  Borough  remained  free  from  it  to 
the  end  of  the  year. 

Twenty-three  cases  were  removed  to  the  Hospital. 

Diphtheria. — 16  cases  were  notified  during  the  year 
against  55  in  1908.  Of  these  nine  were  in  children 


attending  the  public  schools.  Twelve  cases  were 
removed  to  the  Hospital.  No  fatal  cases  occurred. 
Two  cases  were  discharged  from  the  Hospital  after 
testing  their  throats  at  the  Bacteriological  Laboratory, 
and  finding  they  were  not  diphtheria.  In  every  house 
where  it  occurred  the  drains  were  tested,  and  nine 
found  defective. 

No  actual  or  suspicious  cases  have  been  found 
attending  school  by  the  School  Medical  Officer. 

Enteric  Fever. — Six  cases  were  notified  during 
the  year  against  five  in  1908.  Of  these  four  were 
imported  cases.  One  fatal  case  occurred  in  the 
Hospital. 

DISEASES  ATTRIBUTED  TO  FOODS. 

None. 

ADMINISTRATION  OF  MIDWIVES’  ACT. 

This  is  working  satisfactorily  here.  There  are  no 
uncertified  midwives  attending  cases  without  a doctor. 
One  case  of  puerperal  fever  occurred  in  a case  attended 
by  a midwife  alone.  Another  in  a case  attended  by 
a doctor  and  midwife. 

One  fatal  case  occurred. 

NOTIFICATION  OF  BIRTHS  ACT. 

This  is  under  consideration,  but  not  yet  adopted. 

INFANTILE  MORTALITY. 

Fifty-five  deaths  this  year  against  63  in  1908, 
yielding  a rate  of  86  per  1,000  births,  against  113  in 
1908.  It  is  chiefly  among  the  poor  and  working 


classes  that  the  great  majority  occur.  The  condition 
and  sanitary  surroundings  of  their  houses  are  so  good 
generally— with  few  exceptions — that  I do  not  consider 
they  are  detrimental  in  the  least  as  regards  this  form 
of  mortality. 

In  my  opinion  the  chief  causes  are  the  impaired 
vitality  of  those  mothers  that  suckle  their  infants 
induces  too  early  introduction  of  artificial  foods  ; 
and  where  infants  are  fed  entirely  artificially  the 
foods  used  are  insufficient  or  improper  for  the  full 
nutrition  of  their  infants. 

GENERAL  SANITATION. 

House  to  house  visitation  is  being  made  in  several 
parts  of  the  Borough  by  the  Sanitary  Inspector  and 
staff  with  the  special  view  of  improving  the  drainage  ; 
otherwise  it  is  not  necessary. 

Cases  of  overcrowding  or  dirty  houses  reported  to 
me  I visit  and  deal  with.  Seven  cases  have  been 
attended  to  during  the  year. 

In  my  visits  to  the  various  districts  I note  the 
state  of  the  roads,  back  roads,  yards,  &c.,  and  report 
thereon.  They  are  all  scheduled  and  are  being  dealt 
with  in  order. 

Twenty-nine  ashpits  have  been  done  away  with, 
leaving  only  371  in  the  Borough.  The  number  of 
dust-bins  is  now  7,814. 

The  Bacteriological  Laboratory  of  the  West  Riding 
County  Council  at  Wakefield  has  rendered  valuable 
assistance  as  usual  in  the  examination  of  doubtful 
cases  of  diphtheria,  tuberculosis,  &c. 


H 

GENERAL  HEALTH  OF  THE  BOROUGH. 

The  Death-rate  is  the  lowest  recorded.  The  marked 
diminution  in  the  number  of  infectious  diseases  and 
insignificant  mortality  therefrom  indicate  that  this  has 
been  perhaps  the  healthiest  year  during  my  30  years’ 
tenure  of  office. 

METEOROLOGY  FOR  THE  YEAR. 

Bright  Sunshine,  Campbell  Stokes  Recorder,  1398 • 7 
hours.  Bright  Sunshine,  Jordan  Recorder,  1444  Mi 
hours.  Rainfall,  31.97  inches,  or  5 '96  inches  more 
than  1908,  and  2 '31  inches  above  the  average. 

TEMPERATURE. 

Mean  of  Maxima,  51*8°  Minima,  39  0° 

Mean  of  Daily  Range,  45-4°  or  0'9°  oeiow  the  average 

I am,  Gentlemen, 

Your  obedient  Servant, 

WILLIAM  J.  C.  WARD. 

Medioal  Officer  of  Health. 


TOTAL  STATISTICS  OF  SEPARATE  LOCALITIES  IN  1909. 

Population 

estimated  to  Births  Deaths  at  all  Deaths  under 

middle  of  year,  registered.  ages.  one  year. 
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ADMINISTRATION  OF  FACTORY  AND 
WORKSHOPS  ACT. 

ANNUAL  REPORT  FOR  1909. 

Harrogate, 

January  31st,  1910. 

To  the  Right  Honourable 

The  Secretary  of  State. 

Annual  Report  of  the  Medical  Officer  of  Health  for  the 
Borough  of  Harrogate  for  the  Year  1909  on  the 
Administration  of  the  Factory  and  Workshops’ 
Act,  1901,  in  connection  with  Factories,  Work- 
shops, Laundries,  Bakehouses,  Workplaces,  and 
Home  Work  within  the  Borough. 

The  number  of  Factories  within  the  Borough  is  12. 
These  are  visited  and  inspected  by  the  Workshops’ 
Inspector  monthly,  and  are  in  a thoroughly  satis- 
factory sanitary  condition. 

There  are  160  registered  Workshops,  including  : 
Laundries,  10. 

Joiners  and  Builders,  7. 

Mechanical  Engineers,  5. 

Bakers,  12. 

Pork  Butchers,  2. 

These  are  inspected  monthly.  Their  sanitary  con- 
dition is  quite  satisfactory,  and  sufficient  sanitary 
accommodation  for  both  sexes  is  provided. 
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Air  space,  ventilation,  cleanliness  of  floors,  walls, 
and  ceilings,  freedom  from  foul  air  and  noxious  gases, 
with  regular  limewashing  are  maintained  in  accordance 
with  the  bye-laws. 

Efficient  means  of  escape  from  fire  are  amply  secured. 

There  are  no  outworkers  or  home  work  in  connection 
with  any  of  the  above. 

The  Bakehouses,  Laundries,  &c.,  are  clean  and 
well-kept  in  every  respect. 

Reports  are  submitted  monthly  by  the  Inspector  to 
the  Sanitary  Committee  and  dealt  with  in  my  presence. 

No  articles  of  infected  clothing  or  bedding  have  been 
received  in  the  Laundries  or  Workshops  during  the 
year. 

One  underground  Bakehouse  has  been  discontinued. 

WILLIAM  J.  C.  WARD, 

Medical  Officer  of  Health. 
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Sanitary  Inspe&or’s  Annual  Report, 

1909. 


TO  THE  CHAIRMAN  AND  MEMBERS 
OF  THE  SANITARY  COMMITTEE. 

Gentlemen, 

I have  the  pleasure  of  laying  before  you  my  Annual 
Report,  which  shows  as  far  as  possible  the  work 
accomplished  or  taken  in  hand  by  the  Sanitary 
Department  during  the  year  ending  Dec.  31st,  1909. 

Sixty-eight  notices  have  been  served  during  the 
year,  59  have  been  complied  with,  the  remainder  are 
being  attended  to.  I am  pleased  to  say  it  has  not 
been  necessary  to  take  legal  proceedings  to  enforce 
the  abatement  of  any  of  the  undermentioned  nuisances. 


Animals  kept  so  as  to  be  a nuisance 4 

Additional  Water  Closets  provided 5 

Basements  sub -soiled  drained  on  to  gullies. . 2 

Blocked  drains  opened  out,  cleansed,  and  put 

into  proper  working  order 47 

Defective  or  un trapped  Sink  Pipes  trapped  or 

repaired  93 

Defective  house  drains  repaired 195 

Defective  spouting  of  eaves  of  buildings 

repaired  15 

Defective  closet  cisterns  repaired  or  renewed  44 
Defective  closet  basins  renewed 51 
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Delapidated  water  closets  reconstructed 3 

Delapidated  dust  bins  replaced  with  new  ones  84 

Dirty  or  Defective  water  closets  cleaned  or 

repaired  62 

Dirty  or  defective  waste  water  olosets  cleaned 

or  repaired 17 

Drainage  or  sanitary  arrangements  of  houses 

dealt  with , 622 

Drainage  systems  ventilated  with  4in.  shafts  58 
Drains  through  houses  taken  up  and  cast-iron 

pipes  substituted 3 

Drains  under  houses  done  away  with 3 

House  drains  disconnected  from  sewer 86 

Insanitary  ashpits  removed  and  dust  bins 

provided 16 

Insanitary  closets  removed  and  sanitary  ones 

substituted 27 

Insanitary  privies  converted  into  water  closets  1 
Insanitary  stone  sinks  removed  and  sanitary 

ones  substituted 4 

Inspecting  chambers  built  on  house  drains . . 37 

Offensive  accumulations  removed 5 

Old  pan  closets  removed  and  sanitary  ones 

substituted 2 

Rain-water  pipes  disconnected  from  drains 

and  made  to  discharge  over  gully  traps  128 

Rain-water  pipes  repaired 15 

Soil  pipes  ventilated  with  4in.  shafts 36 

Soil  pipes  inside  turned  outside  and  ventilated  4 

Sink  pipes  disconnected  from  drains 2 

Waste  water  closets  removed  and  sanitary 

ones  substituted 10 
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In  addition  to  the  above,  872  blocked  drains  and 
closets  have  been  cleared  by  the  man  who  makes 
periodical  inspections  of  house  drainage,  and  who 
carries  out  the  whole  of  the  disinfecting  in  connection, 
with  Infectious  Diseases. 


HOUSE  DRAINAGE. 

During  the  year  120  applications  have  been  received 
from  owners,  agents,  or  occupiers  for  the  smoke  te3t 
to  be  applied  to  the  house  drains.  When  tested  83 
of  these  were  found  to  be  defective.  The  drains  of 
79  houses  in  connection  with  house  to  house  inspection, 
and  where  Infectious  Diseases  have  existed  have  been 
tested,  and  75  were  defective.  In  all,  the  drains  of 
199  houses  have  been  tested — 158  were  defective,  41 
satisfactory.  Many  of  these  defects  were  of  a slight 
nature,  only  41  having  to  be  re-drained.  These  are 
included  in  the  following  list  of  165  houses  entirely 
re-drained  during  the  year,  and  laid  to  withstand  the  * 
smoke  test,  intercepted  and  ventilated,  and  in  many 
cases  provided  with  manholes  for  inspection  and 
cleansing  purposes. 


5,  Haywra  Street 
98,  122,  126,  Walker  Rd. 
7 and  21,  Queens  Road 
Forest  House,  Knaresbro’ 
Road 

4 and  5,  Park  Road 
Knox  Farm,  Skipton  Rd, 
7,  West  Cliff  Terrace 
Forest  Cottage, 

Knaresborough  Road 


16,  20,  22,  24,  Knares- 
borough Road 
7 and  9,  Franklin  Mount 
11  & 13,  Langcliffe  Ave. 
3,  4,  5,  6,  7,  8,  9,  10,  11, 
12,13,14,15,  16,  Gros- 
venor  Terrace 
2,  12,  21,  23  Hyde  Park 
Road 

13,  Hey  wood  Road 
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49,  51,  55,  West  End 
Avenue 

96,  Franklin  Road 
7 and  8,  Victoria  Road 
8,  Roker  Road 

1,  3,  5,7,9,  11,  13,  15,  17, 
19,  21,  47,  49,  51,  53, 
55,  57,  59,  Mount  Street 

14,  Lancaster  Road 
6,  20,  27,  29,  31,  33, 
Robert  Street 
2 and  4,  Russell  Street 
5,  Prospect  Place 

2,  Park  Avenue 

32,  Belmont  Avenue 
8,  East  Park  Road 
25,  27,  115,  Cold  Bath 
Road. 

28,  30,  32,  34,  36,  38,  40, 
42,  44,  46,  48,  50,  52, 
54,  56.  58.  Gladstone 
Street 

42,  Ripon  Road 


4,  6,  8,  10,  12,  14, 16,  18, 
Denmark  Street 

46,  48,  50,  52,  54,  56,  58, 

60,  62,  64,  66,  68,  70, 
72,  74,  76,  78,  80,  82, 
84,  86,  88,  90,  92,  94, 
96,  100,  102,  104,  Har- 
low Terrace 

47,  49,  51,  53,  55,  57,  59, 

61,  63,  65,  North  Lodge 
Avenue 

71,  East  Parade 
1 and  3,  Lancaster  Park 
Road 

10,  Park  Parade 

1,  Cheltenham  Crescent 
16,  Duchy  Road 

12,  14,  16,  18,  20,  22, 
Tower  Street 

2,  4,  6,  8, 10, 12,  14, 16,  18, 
20,  Avenue  Terrace, 
Starbeck 


PAVING  OF  YARDS. 

During  the  year  the  back  yards  of  204  dwelling- 
houses  have  either  been  asphalted,  paved,  or  concreted 
as  required  by  Section  32  of  the  Harrogate  Corporation 
Act,  1901. 

FOOD  & DRUGS  ACT. 

Thirty-seven  samples  of  milk  have  been  taken  under 
this  Act  and  submitted  to  the  County  Analyst  for 
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analysis,  35  ot'  these  were  certified  as  genuine  and  2 
deprived  of  their  natural  fat  by  skimming  or  some  other 
treatment.  The  offenders  appeared  before  the  Sanitary 
Committee  and  were  cautioned. 

DAIRIES,  COWSHEDS,  & MILK  SHOPS  ORDER, 

1885-6. 

We  have  upon  the  register  at  the  present  time 
twenty-two  cowkeepers  and  ninety-one  purveyors  of 
milk.  The  cowkeepers  and  twenty-nine  purveyors  of 
milk  have  their  premises  within  the  Borough.  Since 
getting  additional  assistance  in  June  last  the  whole  of 
the  cowsheds  have  been  visited,  measured  up,  and 
recorded  on  register,  also  a ground  plan  showing  the 
construction  of  stalls,  details  as  to  lighting  and  ven- 
tilation. There  are  eight  sheds,  accommodating  53 
cows,  with  800  cubic  feet  of  air  space  per  cow.  Twen- 
ty-two sheds  accommodating  123  cows  with  600  and 
under  800  cubic  ft.  of  air  space  per  cow.  There  are  five 
sheds  accommodating  23  cows  with  less  than  600  cubic 
feet  of  air  space.  During  the  year  eight  cowsheds 
have  been  reconstructed,  redrained,  lighted,  and  ven- 
tliated,  and  made  to  comply  with  our  regulations. 
Upon  Addyman’s  farm  new  buildings  have  been 
erected,  accommodating  17  cows,  giving  over  800  cubic 
feet  of  air  space  per  cow.  Where  the  air  space  was 
less  than  600  feet  per  cow,  the  Sanitary  Committee 
ordered  notices  to  be  served  on  the  occupiers  to  increase 
the  same  to  600,  and  properly  light  and  ventilate  same. 
It  is  very  gratifying  to  note  that  of  the  35  cowsheds 
accommodating  199  cows,  only  five  of  these,  accom- 
modating 23  cows,  have  less  than  600  feet  of  air  space 
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per  cow.  These  I believe  during  the  coming  summer 
will  be  attended  to  and  made  to  comply  with  our 
regulations. 

FACTORY  & WORKSHOPS*  ACT. 

There  are  160  workshops  upon  the  register,  the 
whole  of  which  have  been  regularly  inspected.  In 
twenty-nine  cases  it  was  necessary  to  write  or  serve 
notice  to  cleanse  workrooms.  In  two  cases  dilapidated 
walls  and  ceilings  have  been  repaired.  Four  additional 
water  closets  provided  on  account  of  both  sexes  being 
employed.  One  case  of  overcorwding,  two  cases  where 
young  children  have  been  employed,  without  being 
medically  certified.  There  are  twelve  underground 
bakehouses  now  in  use,  certificates  of  occupation 
having  been  granted  by  the  Corporation.  During  the 
year  one  has  ceased  to  be  occupied  and  the  premises 
used  for  another  class  of  business.  Notice  has  been 
given  to  the  owner  that  the  certificate  is  now  cancelled, 
and  a further  one  will  not  be  granted. 

SLAUGHTER  HOUSES. 

There  are  four  registered  slaughter-houses  within  the 
Borough,  these  have  been  regularly  inspected,  and 
found  to  be  kept  in  a clean  and  wholesome  condition. 

INFECTIOUS  DISEASES. 

The  necessary  disinfecting  of  63  dwelling-houses  has 
been  carried  out,  in  which  infectious  diseases  have 
existed.  Four  cases  of  typhoid,  twenty-three  cases  of 
scarlet  fever,  and  twelve  cases  of  diphtheria  were 
removed  to  the  Isolation  Hospital.  Two  cases  notified 
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as  diphtheria  were  discharged  after  being  in  the 
Hospital  three  days  as  not  suffering  from  this  disease. 
We  have  also  disinfected  eighteen  houses  in  connection 
with  seven  cases  of  consumption,  one  of  cancer,  one 
of  puerperal  fever,  and  nine  of  measles  ; in  most  cases 
the  bedding,  &c.,  was  removed,  and  put  through  the 
disinfector.  The  whole  of  Christ  Church  School  and 
St.  Peter’s  Infant  Department  have  been  disinfected 
during  the  year  by  spraying  the  walls,  floors,  desks, 
etc.,  with  Formalin,  owing  to  an  outbreak  of  measles. 

SCAVENGING. 

This  work  is  carried  out  by  our  own  Staff,  under 
the  supervision  of  the  Cleansing  Inspector,  and  the 
way  in  which  it  is  carried  out  appears  to  give  every 
satisfaction.  Special  attention  is  given  to  the  Hotels, 
Hydros,  and  Restaurants  and  many  other  large 
Boarding-Houses,  the  refuse  from  these  is  collected 
three  times  a week,  and  some  daily  during  the  season 
The  collection  of  garden  refuse  is  much  appreciated. 
During  the  year  29  ashpits  have  been  abolished  and 
59  dustbins  substituted,  along  with  133  in  connection 
with  new  buildings,  making  a total  increase  of  192 
bins  on  the  year.  At  the  present  time  there  are  371 
ashpits  collected  monthly,  and  7814  dust  bins  weekly. 
The  garbage  from  Fishmongers,  Greengrocers,  Market, 
etc.,  is  removed  daily.  Number  of  loads  of  refuse 
carted  away  during  the  year  was  13,757. 

I remain,  Gentlemen, 

Your  obedient  Servant, 


WILLIAM  KEMP. 


R.  Ackrill,  Printer,  Bookbinder,  Die  Stamper,  and  Engraver, 
Montpellier  Parade,  Harrogate. 


